From: 

Hanchett, James (DPH) 

Sent: 

Wednesday, December 15, 201012:01 PM 

To: 

'Nassif, Julianne (DPH)' 

Subject: 

Printers 

Hi Julie, 



It was Tom McGuire I contacted about the Printers and he was in contact with IT’s Eric Byrne from our Northampton office. Problem is three of our instruments use Windows NT for an OS and could use an USB port 
if drivers are available. Our forth instrument is still running a DOS based OS and needs a parallel port. 

Here is the list of printers that should be replaced. 


Type 

Purchased 

Model # 

Serial# 

State Lab Tag 

Port 

Laser Jet 4 Plus 

1994 

C2037A 

JPGL062939 

800797 

LPT 

Laser Jet 4 Plus 

1995 

C2037A 

USFB278737 

800780 

LPT 

Laser Jet 4 Plus 

1995 

C2037A 

USFB278739 

900517 

LPT 

Laser Jet 4000 

1998 

C4118A 

USMB258995 

No Tag 

USB or LPT 


Jim Hanchett 
Amherst Drug Lab 
RoomN251 Morrill I 
637 North Pleasant Street 
Amherst, Ma 01003 
Phone 413-545-2607 
Fax 413-545-2608 
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